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IMPROVEMENT OF VISUAL AIDS FOR AIR NAVIGATION 
PROGRESS REPORT 


1. OBJECTIVES 


It is the pumpose of this project to carry on research and testing, 
develop specialized equipment and provide consultation services for the 
Airways Sngineering Division of the Office of Federal Airways, Civil 
Aerqnautics Administration. 


2. STATUS 


At the beginning of the period covered by this report, all of the 
research activities and three of the tests covered by this report were 
in progress. At the close of the period two of the research activities 
were nearing completion, and there was only one uncompleted test pending. 
The work covered by this report is financed by two separate funds, and 
hence two NeSeS. project numbers appear on the title page. A separate 
financial summary is attached covering the charges against each of these 
funds. 


3. GOVERDMENT TESTS 
The tests reported in this division of the report were made by 
persomel other than those regularly assigned to the CeAeAe projects 


With one exception they are standard tests which could be covered by 
Simple reports. A brief summary of these tests follows: 


Test Noe equested Reported Cost 
G13593 6-18-53 7+21-53 $100. $100. 


A fuel o31 additive carrying the trade name "GO-Sludge" was analyzed 
and found to be essentially a wixture of soluble oi] of petroleum origin 
and alcohols. As the result of this analysis it was agreed that it would 
not be worth the expense to test the materiel further. 


GL3687 fest Canceled 


This mamber was assigned to a propeller test which was caneeled after 
preliminary conferences because there were no funds available to cover the 
work. 


G1h096 9-53: 10-653 $200/$h00% 8366. 


A field intensity meter was submitted for calibration at 116 megacycles. 
Later, it was decided that the meter should be calibrated at 109 and 333 
megacycles also. Still later, it was requested that the meter be calibrated 
at 30 megacycles which required special arrangements. Difficulty was ex- 
perienced in cheeking the linearity of the meter, but a satisfactory cali- 
bration was finally obtained. 


*Inereased to cover additional work. 
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